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Covid-19 Telephone/ https://health.uk.gov.in/pages/display/140-novel- 
Mobile Directory corona-virus-guidelines-and-advisory- 








Sample Collection Centers https://covid19.uk.gov.in/map/sccLocation.aspx 
Availability of Beds https://covid19.uk.gov.in/bedssummary.aspx 

| Covid-19 Vaccination Sites |__ www.cowin.gov.in 

g Report https://covid19.uk.gov.in/ 


To get Medical assistant and http://www.esanjeevaniopd.in/Register 
Doctor's consultation: Download app: 

















Free Consultation from 
Ksanjeevani 


https://play.google.com/store/apps/details ?id=in.hied.e 


sanjeevaniopd&hl=en US 
Or call: 9412080703, 9412080622, 9412080686 


Home Isolation Registration https://dsclservices.org.in/self-isolation.php 


Home Isolation Booklet(Do’s https://health.uk.gov.in/files/Covid-19- 
&Don’ts) Directory/Home_Isolation_booklet.pdf 
Vaccination (Self Registration) https://selfregistration.cowin.gov.in/ 
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Standard Operating Procedure for https://health.uk.gov.in/pages/view/146-tocilizumab- 
issue of TOCILIZUMAB amphotericin--procedure 


AMPHOTERICIN B 


Daily Bulletin https://health.uk.gov.in/pages/display/140-novel- 
corona-virus-guidelines-and-advisory- ae - 


Travelling to/from Uttarakhand https://dsclservices.org.in/apply.php 
Registration 


Joining hands in supporting https://health.uk.gov.in/pages/view/149-support- 
Uttarakhand in its fight against uttarakhands-covid-19-efforts 
COVID-19 


Any other Help Call 104 (24X7) / State Control Room 0135-2609500/ 
District Control Rooms of respective district for any 
other help and assistance. 

for any queries and suggestions covid19statewarroomuk @ gmail.com 


Toll Free Number 104 
State Covid-19 Control Room 
0135 2609500 


For complaints regarding black marketing of medicines, oxygen cylinders & medical equipments; more charges for medicines 
& oxygen cylinders; fake Covid-19 test/lab reports; more charges than decided by the Government for Covid-19 vaccination & 
treatment and other malpractices related to Covid-19 in Uttarakhand 


Please call on Toll free No. 112, Landline No. 0135-2656202 and Mobile: 9412029536 


Or 
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Date: 21-06-2021 Health Bulletin Time: 6:00 PM 
1) Positive Today: 163 WY Recovered Today: 323 
4 Death Today: 08 4 Active Cases: 2964 
S*YY Sample Positivity: 6.37% R%_ Recovery Percentage: 95.34% 
I. Total cumulative Positive COVID-19 detected: 338807 
2. Total Number (%) of COVID-19 Patients Treated/ Cured: 323004 (95.34%) 
J. Total Number (%) of COVID-19 patients migrated out of state: 5795 (1.71%) 
4. Total Number (%) of COVID-19 Deaths: 7044* (2.08%) 
>. Number of samples found negative for COVID-19 today: 24725 
6. Total number of samples sent for COVID-19 testing today: 26536 
iF Total number of cumulative samples found negative: 4976036 


*Deaths reported from previous date added in cumulative figure (details on page 10). These deaths were reflected in district 
reports/daily bulletin, but not submitted timely to State COVID-19 Control Room. 
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9412080686 . Toll Free No104 






















www.esanjeevaniopd.in/Register 






Uttarakhand State Control Room C@VID-19 (9° 
Integrated Disease Surveillance Programme CNet: 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 





Detailed Status of Sample Tested 
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26536 24725 4976036 338807 5314843 9911 


Details of Districts having Positive COVID-19 Cases 


37493 670170 





16297 179 269 702 
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Details of Patients Treated & Cured 


DISTRICT NAME 
ALMORA 
BAGESHWAR 
CHAMOLI 
CHAMPAWAT 
DEHRADUN 
HARIDWAR 


SNAINITAL tc 
| PAURIGARHWAL 


Tot 





Take care of 
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. i me the age of 10) 


[ahobe the age of 60) - 
Those with co-morbid CSVID-19 
conditio n Uttarakhand State Control Room 
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Hospital Wise Death 


ct [Simi te tewatmiee | ate 
Grand Total ee. 


*Note: Deaths reported from previous date added in cumulative figure. These deaths were reflected in district reports/daily 
bulletin, but not submitted timely to State COVID-19 Control Room. 





*(A) TEHRI GARHWAL (1): 
SDH Narendranagar (1)- 8 May 2021 (1) 


Joining hands in supporting Uttarakhand 
in its fight against COVID-19 
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C@VID-19 


Uttarakhand State Contre! Room 





Organizations/ Civil Societies/ NGOs/ Individuals interested in 
supporting Government of Uttarakhand in their fight against COVID- 
19 can register on the link given below: 
https://health.uk.gov.in/pages/view/149-support-uttarakhands-covid-19-efforts 
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Mucormycosis Cases and Deaths - Uttarakhand as on 21.06.2021 


Hospital Name 





Discharge 


Udham Singh | JLN District Hospital, 1 1 


1 





Ez Nagar RarentHespta | oo | o | o | + fa foo | 
Sri Manaut Indresh 30 3 3 
Dehradun Hospital 
SynergyHospital = | 0 | o | o | 2 | 1 | Oo 
Military Hospital 
, 
Dehradun 
Krishna Hospital, 
. 3 1 1 
Haldwani 
Dr. Susheela Tiwari 
Govt. Hospital, 33 5 2 
Haldwani 
Military Hospital 
2 1 1 
Roorkee 
Aarogyam Hospital, 
Roorkee | | 
tot wf a it | ast | oe cs 
* Other state 3 Case *** Other state 2 Death 
* Other state 211 Cases ** Other state 32 Deaths 


For any queries regarding Mucormycosis, please call on Toll Free Number 104 
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Uttarakhand State Control Room 


Details of State Control Room 
E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 
Toll free No: 104/01352609500 





@ Whatsapp No. 9412080544 


Details of District Control Rooms 
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cosmos —_-Dietorate of Meal Health & Fan Welfare tarakhan, Dehradun 
COVID-19 Vaccination 
21st June 2021 
® Sessions Held Today : 890 
*® Number of Beneficiaries Vaccinated Today : 114168 
*® Number of Beneficiaries Partially Vaccinated: 2928596 
*® Number of Beneficiaries Fully Vaccinated: 737568 
*® Total 18-44 years beneficiaries Partially Vaccinated: 761141 
*® Total 18-44 years beneficiaries Fully Vaccinated: 30604 


Details of Beneficiaries Vaccinated in Uttarakhand 


Fully 
Partially Vaccinated 
>45 Partially >45 Fully yaccinated more than Partially Fully Partially Fully 
Last 24 hrs Vaccinated Vaccinated (more than 18 to <45 Vaccinated Vaccinated Vaccinated Vaccinated 
(1st Dose (Both Dose 18 to <45 years (Both (1st Dose (Both Dose (1st Dose (Both Dose 
Coverage) Coverage) years) Dose Coverage) Coverage) Coverage) Coverage) 


Coverage) 


Amore | 4212 | 198173 | 37,755 | 36,205 | 1904 | 7 | 5947 | 4,835 
Chamoi | 2,435 | 93317 | 30368 | 35,996 | 1503 | 0 | 3,986 | 3,704 | 1 
Champawat | 2,615 | se600_| 14,606 | 38872 | 1691 | 0 | 2219 | 1863 | 65 
Dehradun 4 
jHoriawar | 26,494 | 278455 | 51,866 | 105,413 | 3.485 | 17 | 17,376 | 12,370 | 37 | 48,771 | 30,355_ 
Nainital | 13,334 | 179312 | 53,880 | 72,203 | 4514 | 32 | 14,040 | 10,061 | 97 | 19,600 | 6,465 _ 
Pau | 7,091_| 141804 | 36,996 | 42,526 | 1843 | 7 | 7,799 | 6306 | 25 | 6940 | 3,984 
jFudreprayag | 2,623 | 55255 | 16491 | 42,406 | 1402 | 3 | 2429 | 1962 | o | 2657 | 1350 
Teri | 6,028 | 114472 | 33,252 | 40,020 | 1194 | 3 | 6169 | 5,333 | o | 4887 | 3,088 
/UsNager | 19,164 | 199965 | 47,287 | 88,055 | 2811 | 37 | 12,242 | 8,289 | 191 | 33,560 | 8,387 
jUtarkashi | 2,323 | 76347 | 38.476 | 38,174 | 1533 | 0 | 3,438 | 3,035 | 4 | 4957 | 3,352 
| Total | 113,434 | 1864744 | 523,978 | 761,141 | 30,604 | 202 | 118,666 | 90,551 | 532 | 184,045 | 92,435 _ 
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SERRAS VA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 
Date: 21-06-2021 District-wise Hotspots/ Containment Zones 


Number Of Active Containment Zone 
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Avoid crowded places 
for your own safety 
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| Name |? Total Detail of District-Wise Hotspots/ Containment Zones 


im = 
1- Gram Sherpurbela (26-05-2021)\ 
Haridwar Roorkee (03) 
1- Gram NasirpurAfzalpur Pargana, Mangalore (02-06-2021) 
2- Gram Dhanori (03-06-2021) 
3- Gram Shikarpur Pargana Mangalore (12-06-2021) 





1- Gram Palethi 1- Gram Dhati 
2- Gram Kunadi 2- Gram Sabha Devgadi 
Gram Arota 3- Gram Jakhand 
I 4- Gram Bhagwan 
Tehri 17 5- Gram Maletha 
2- Gram DobhNauli 6- Gram Nandi 
3- Gram Jagdhar 7- Gram Pandula 
4- Gram Kolakandi 8- Gram Muthadgaon 
9- Gram Dharkot 
10- Gram Panchayat Badola, Gram Urman 


— Didihat (01 
Pithorgarh}; O01 — {]_Almiyagaon (09-06-2021) 
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SOCIAL DISTANCING 


is for your own Safety 


